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The Crossbar Switch in the 755 PBX 


By J. N. REYNOLDS 
Apparatus Engineer 


HE switching problem at a 
private branch exchange is 
similar to that at a_ small 
central office. There are lines running 
to the various extensions, and trunks 
to the central office, corresponding to 
the subscriber lines and trunks to 
other offices at a central office. An 
extension, of course, may either place 
a call or receive a call, so that the di- 
rection of the call between two exten- 
sions or between an extension and the 
central office may proceed in either of 
two directions. To meet the exigencies 
of this situation, it is customary in 
one way or another to wire each ex- 
tension to two sets of terminals in 
multiple, one of which will be used for 
outgoing, and the other for incoming 
calls. Then, by some linking circuit, 
provision must be made for connect- 
ing the calling terminals of the exten- 
sion placing the call to the receiving 
terminals of the extension being called. 
A diagram of this general switching 
scheme is shown in Figure 1. To sim- 
plify the illustration, only four ex- 
tensions are shown and two links. 
Obviously there would never be 
needed more than half as many links 
as there are extensions and trunks 
combined, because two extensions, or 
an extension and a trunk, are in- 
volved in each call. Usually the num- 
ber of links will be less than this, be- 
cause all of the extensions and trunks 
will not be in use at any one time. 
It is not sufficient to connect the 
two extensions with a simple wire 
connection. A battery supply is re- 
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quired for talking, and there must be 
provision for ringing the called ex- 
tension, for signalling the operator, 
and for additional supervisory uses; 
and the proper performance of these 
and other functions necessitates that 
a certain amount of equipment be 
associated with the extensions for 
each call. Some of this equipment is 
most conveniently connected into the 
circuit by way of the link circuit. This 
is indicated by the boxes marked 
“equipment” in Figure 1, and the 
link is divided by the equipment 
into two sections: an originating 
section, which connects to the calling 
extensions, and a completing section, 
which connects to the called extension. 

In the present manual boards 
these links are usually cords and 
the terminations of the extensions 
are jacks. In the step-by-step PBX, 
the cords and jacks are replaced 
by a form of switch in which the 
lines end in fixed terminals, and 
the links end in brushes, which are 
moved over the fixed terminals until 
the desired one is reached. In their 
many varied forms both of these 
systems have worked satisfactorily 
for many years, but a new piece of 
switching apparatus has been de- 
veloped in recent years that for many 
applications seems to offer greater 
advantages. This new unit is known 
as the crossbar switch.* 

The arrangement for a four-line 
group using the crossbar switch is 
shown in Figure 2. The lines, when 


*Recorp, July, 1937, Pp. 338. 
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this switch is employed, are multipled 
to sets of terminals for each side of 
each link. Both lines and_ links 
terminate relay-type contact 
springs, and a set of springs on a 
line faces a corresponding set on a 
link. All that is required to establish 
a connection is to press two of these 
sets of springs into contact. The 
closing of one set will connect the 
calling line to the originating side 
of the link, and the closing of another 
set will connect the completing side 
of the link to the line called. 

In the crossbar switch these sets 
of spring contacts are arranged at 
the intersection of a_ rectangular 
lattice. This resemblance to a lattice 
is enhanced by the appearance of 
the switch from the front, shown in 
Figure 3, where the vertical and 
horizontal bars that make the lattice 
are used to close the contacts. It is 
these bars that give the name “‘cross- 
bar” to the switch. The ends of the 
spring contacts may be seen behind 
the bars. Such a switch has 100 sets 
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Fig. 1\—Schematic representation of method 
of establishing a connection between two 
subscribers with previously existing systems 


of contacts, corresponding to the 
intersection points of ten vertical 
and ten horizontal rows. 

The interconnection of these con- 
tacts in the actual switch used for the 
755A PBX* is as shown in Figure 4, 

*Page 336, this issue. 
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where each line represents a number 
of wires, and each contact, indicated 
by a circle, represents an equal 
number of spring contacts. The verti- 
cal lines represent ten possible ex- 
tension lines—each line having con- 
tacts for connection to ten horizontal 
circuits, which may be links for 
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Fig. 2—Schematic representation of method 
of establishing a connection between two 
subscribers with the crossbar system 


establishing connections between the 
local extensions or trunks to a central 
office. The upper six horizontal rows 
serve as trunks for the originating 
and completing ends of three link 
circuits, and the lower four rows are 
for trunks. 

These various sets of contacts are 
closed by the operation of horizontal 
and vertical bars in a way that has 
already been described in the Recorp. 
Each vertical bar is operated by an 
electromagnet, the ten magnets being 
located in a row along the bottom of 
the switch as may be seen in Figure 3. 
Each horizontal bar is controlled by 
two magnets—one to rotate the bar 
in each direction. Three of these 
pairs of magnets are located at one 
end of the switch and two at the 
other, as may be seen in the same 
illustration. Each vertical and hor- 
izontal bar also operates a set of 
off-normal contacts, which are em- 
ployed for a variety of purposes such 
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Fig. 3—The crossbar switch as used in the 7554 PBX 


as indicating whether or not a bar 
is operated. These off-normal contacts 
for three of the horizontal bars may 
be seen at the left of Figure 3. Those 
for the other two horizontal bars 
are at the right-hand end of the 
switch, while those supplied for the 
vertical bars are placed at the top, 
and may also be seen in Figure 3. 


The general scheme 
of operation may be 
followed from Figure 4. 
When line 3, for ex- 
ample, places a local 
call, the horizontal bar 
of an idle link is ro- 
tated up and immedi- 
ately afterward the ver- 
tical bar correspond- 
ing to line 3 is oper- 
ated, which connects 
the calling line to the 
originating side of the 
link. The horizontal 
bar then returns to 
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normal, but the verti. 
= cal bar will remain op- 
erated. When the 
horizontal bar returns 
to normal all of its 

2 selecting fingers are 
oer also returned to normal 
2 except the one oppo- 
5 site the calling line, 
which is held by the 
.: pressure of the vertical 
bar corresponding to 
that particular line, 
1 These fingers have 
tes. been made very flex- 
old ible so that they may 


readily be held in an 


operated position 

at without retarding the 

‘ return of the horizon- 
tal bar and yet will re- 
turn to their normal 
position when released. 

After the calling line has dialed 
the number wanted, the same hor- 
izontal bar is again operated, but 
this time in the downward, or com- 
pleting, position. The vertical bar 
corresponding to the line called is 
now operated, and thus connects 
the completing side of the link to the 
line called. Following this the hor- 
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Fig. 4—Schematic diagram showing the general scheme of 
interconnecting contacts in the crossbar switch 
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yzontal bar will again return to normal, 
but two of its fingers will remain held: 
one by the vertical bar of the calling 
line and one by that of the line called, 
thus establishing the connection. 

On establishing a connection to a 
trunk only a single set of operations 
is required. The horizontal bar cor- 
responding to the trunk selected 
operates first, and then the vertical 
bar corresponding to the calling line. 
This connects the line to the trunk, 
completing the central-office circuit. 


In the 755A PBX two of these 
crossbar units may be employed to 
give a capacity of twenty lines. The 
connections and operations are so 
arranged that the switches act as 
a single switch with twenty vertical 
bars. The crossbar switch is concerned 
primarily with completing the actual 
switching connection, and other de- 
vices, largely relays of the u and 
Y types, are employed for the many 
other switching functions as described 
in the article already referred to. 


This model was devised by C. E. Fay, A. L. Samuel, and W. Shockley to illustrate the 
mathematical relationships between current and potential in the space between grid and 
plate of a vacuum tube 
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The 755 PRA 


By C. R. GRAY 
Central Office Switching Development 


O apply the crossbar switch 
and the U-type relay to pri- 
vate branch exchange service, 
a new dial PBX has been developed 
for residences and smaller business 
houses. This 755A dial PBX will re- 
place the 750A* and by reason of its 
four trunks and twenty station lines 
it will have a wider field of use. The 
power requirement is much less than 
that of the 750A; and it is expected, 
because of the improved design of 
the new switches and relays, that the 
maintenance effort will be reduced. 
The basic function of the new 
PBX is to establish connections be- 
tween central office trunks and its 
local stations, or between two or more 
of these stations. The actual talking 
*Recorp, February, 1930, p. 278. 


336 


connection is made at the crossbar 
switch, but for the complete func- 
tioning of the PBX six control cir- 
cuits are employed: the line circuit; 
the trunk circuit; the link circuit; the 
common control and cut-off circuit; 
the common timing, tone, and ring- 
ing circuit; and the “‘link-allotter” 
circuit. There is one each of the three 
latter circuits for each PBX regard- 
less of the number of lines or trunks; 
but there is one line circuit for each 
line, and one trunk circuit for each 
trunk. The link is the circuit em- 
ployed for making a local connection 
between two lines, and from one to 
three may be employed as desired. 
Each of the crossbar switches will 
accommodate ten lines, and where 
ten lines or fewer are to be used, only 


Fune 1938 


> 


one switch will be installed, but for 
more than ten lines and up to the 
full capacity of twenty lines, two will 
be employed. 

This PBX is designed to employ a 
handset on which are mounted the 
dial and the key buttons used to set 
up the various trunk and local calls. 
One of these buttons is used for local 
calls, one for holding, and the others 
for making connections to the four 
trunks. Where desired, however, the 
— usual types of telephone sets may be 
used in place of the combined hand- 
set and when this is done, the buttons 
will be provided in a separate unit. 

Each local station is connected to 
a set of contacts in a vertical column 
of the crossbar switch, while the 
trunks and links are connected to sets 
of contacts in the horizontal rows. A 
connection between a trunk or a link 
and a local station is thus established 
by operating the selecting magnet 


CROSSBAR SWITCH 20 TO 29 


corresponding to the trunk or link, 
and a holding magnet corresponding 
to the local station. A complete link 
circuit includes two of the selecting 
magnets—one to make connection to 
the calling station, which is called the 
originating magnet, and one to make 
connection to the station called; which 
is called the completing magnet. 

A local call illustrated schemati- 
cally in Figure 1, as originating at 
station No. 36, is made by pressing 
the “local” key, and lifting the hand- 
set off the mounting. The line circuit 
then operates to signal the common 
control and cut-off circuit that a call 
has started. The common control 
circuit then determines from the link- 
allotter circuit that an idle link is 
available, and operates the start relay 
in the link circuit. The link originat- 
ing magnet is then operated, and 
immediately afterward the common 
control circuit operates the holding 
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Fig. 1—Block schematic illustrating the setting-up of a local call 
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magnet associated with the calling station answers provides a talkin 
line, which closes the crossbar con- path between the two stations. The 
tacts to connect the calling line to common control circuit is used only 
the link. The common control circuit for a very short period at a time, and 
then releases the link originating mag- may thus serve two or more calls 
net, and restores itself to normal, during approximately the same in- 
ready for another call. terval. If it is in use on one call when 
Dial tone is received through the needed on another, the delay while 
link by the calling station, which then waiting for it to become idle is only 
dials. Pulsing and register relays in a fraction of a second and is un- 
the link circuit record the two digits noticeable. 
dialed, and at the completion of dial- The establishment of a trunk call 
ing the link tests the called line and is illustrated by the block schematic 
returns a busy signal if it is busy. If of Figure 2. To make such a call, the 
the called line is found to be idle, the subscriber presses the trunk key cor- 
link signals the common control responding to the trunk over which 
circuit which operates the completing he wishes to make the call, and then 
magnet of the link and the hold lifts the handset. The line circuit 
magnet of the called line. The link immediately operates to signal the 
completing magnet is then released common control circuit, which then 
and the common control circuit again operates the selecting magnet corre- 
returns to normal. The link then sponding to that trunk, and immedi- 
rings on the called line, and when the ately afterward operates the holding 
magnet of the calling 
CROSSBAR SWITCH 20 TO 29 line. The station is 
LINES 20 TO 29 then connected direct- 


a SELECTING ee” ly to the trunk as 
9)e shown in the diagram. 
{I | a Dial tone will be re- 
2 }|8% turned by the central 

z 
office, and the prog- 
ig ress of the call will 
§ then proceed in the 
CENTRAL usual manner. All ap- 
trunk | paratus is returned to 
& normal when the hand- 
HOLDING | MAGNETS set is replaced on the 

mounting. 
STATION Inward trunk calls 
1 are indicated to the 
Key (TRUNK NO!) stations by the light- 

|_| COMMON CONTROL CALL ALLOTTER CHAIN ing of a lamp or the 
AND CUT-OFF . d 
operation of an aud- 
COMMON TIMING ible signal, either of 
TRINGING which occurs when the 


central office rings on 
Fig. 2—Block schematic illustrating the setting-up of a the trunk. Any of the 
trunk call through the 7554 PBX key stations may an- 
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swer by pressing the key 
button associated with that 
trunk, and lifting the handset. 
The line circuit, the common- 
control circuit, and the cross- 
bar switch function as on out- 
going calls, and the station is 
connected to the trunk. If the 
call is for some station other 
than the one answering, the 
hold button is pressed, which 
then connects a holding bridge 
across the trunk and releases 
the trunk key. The station 
wanted is then called as for 
local calls, and informed that 
there is a call for it. This 
station then operates its trunk 
key, which releases the local 
connection and the hold on 
the trunk, and connects its 
own handset to the trunk— 
the station that originally 
answered being then free to 
originate or receive other calls. 

The equipment, shown in 
Figure 3, is arranged on a unit 
basis to make it possible to 
equip only the combination 
of lines, trunks, and links required for 
a particular installation. The same 
framework and equipment arrange- 
ment is used for all installations so 
that units may be added as required 
by traffic growth. Station line circuits 
are arranged in four-circuit units with 
either two or four circuits equipped, 
so that station line growth is in steps 
of two circuits at a time. Trunk 
circuits are arranged on two-circuit 
units with either one or two circuits 
equipped so that trunks may be 
added one at a time. Each link is a 
separate unit, and links may be 
added one at a time. The PBX is 
equipped initially with a local cable 
including all the wiring between 
units, switches, and terminal strips 
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Fig. 3—Installation of the 7554 PBX for the 


195 Broadway Corporation 


for a maximum capacity. The ap- 
paratus on each unit is wired, ad- 
justed, and tested as the unit is 
stocked, so that after a unit is in- 
stalled in a PBX, it is necessary only 
to connect the inter-unit leads and 
to perform an operational test. 
Three classes of trunk service are 
available for the stations. ‘‘Non- 
lock-out” service allows the station 
to connect to a trunk ,whether it is 
busy or not; “‘lock-out”’ service allows 
the station to connect only to idle 
trunks; and “‘restricted”’ service pre- 
vents a station from making out- 
going trunk calls, but allows it to 
answer or transfer incoming calls, or 
pick up transferred trunk calls. A 
station may be arranged to have the 
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same class of service on all trunks or 
a different class on each trunk. This 
allows several stations to have pref- 
erential service on different trunks. 
The class of service is changed merely 
by strapping on the terminal strips 
at the ends of the line units. 

Restricted stations may not be pro- 
vided with the key-button handset, 
but trunk service may be given these 
stations through the aid of some key 
station designated as the control 
station. This station sets up the in- 
coming or outgoing trunk call for the 
restricted station with an auxiliary 
key, and the station is then free to 
make other calls. 

By use of a spare push button, a 
station may be enabled to pick up 
calls directed to another, and may 
thus perform secretarial functions. A 
lamp may be installed at the secre- 
tarial position to indicate calls in- 
coming to the supervised position. 
On an incoming call the lamp flashes 
and after it is answered and the line 
is busy, it lights steadily, or if pre- 
ferred may be arranged to go out. 
This provides an indication as to 
whether the supervised position has 
answered, and thus whether or not 
she should come in on the line. 

Other features available with this 
new PBX are line hunting and con- 


ference service. The former provides 
for automatically routing calls to 
another line if the one called is busy, 
By this means heavy traffic to one 
number may be routed to another go 
that important calls will not be lost 
or delayed. The conference feature 
permits three lines to be connected 
together. To set up such a connection, 
the originating station calls one of the 
parties, tells him that a conference js 
to be held, and asks him to hang up 
until his line rings again. Without 
disconnecting, the originating party 
then calls the third party, and ringing 
will occur on both lines. When ringing 
ceases, indicating that the third party 
has answered, the second party lifts 
his handset, and the connection js 
established. 

Ringing for the new PBX is usually 
supplied over feeder wires from the 
central office, but tones are generated 
at the PBX by a buzzing relay, as 
with the 750 PBX. Batteries for the 
PBX are located in a compartment 
in the base of the cabinet, and are 
ordinarily charged over cable pairs 
from the central office, but the 
charging is automatically controlled 
by relays at the PBX. Where con- 
ditions make it desirable a local ring- 
ing machine may be employed and a 
rectifier for charging the batteries. 


An Inductance and Capacitance Bridge 


By S. J. ZAMMATARO 
Transmission Apparatus Development 


BRIDGE designed for miscel- 
laneous uses in the laboratory 
should be capable of measuring 

both inductive and capacitive im- 
pedances. It should be able, moreover, 
to measure both types of impedances 
with equal convenience and accuracy 
whether their Q values are high or 
low. Such a bridge has recently been 
developed for the frequency range 
from 30 to 10,000 cycles to be used 
in measuring impedances of lines and 
apparatus for program transmission. 

Before the detailed design of the 
bridge was begun, it was decided 
to employ capacitance standards for 
measuring the inductive as well as 
capacitive impedances, because con- 
denser standards are not only less 
expensive than inductance standards, 
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but are more stable with frequency, 
and more compact. It was decided 
also to use a shunt arrangement of 
the standard capacitance and resist- 
ance because such an arrangement 
lends itself to simpler shielding. 

With the choice of the type and 
arrangement of the working stand- 
ards thus settled, it was apparent that 
the most direct manner of measuring 
capacitive impedance was by the fa- 
miliar comparison bridge with equal 
ratio arms. This arrangement is shown 
schematically in Figure 1. As is cus- 
tomary in such bridges, a resistance-— 
Rs in the diagram—is used to shunt 
any high unknown resistance com- 
ponents of the unknown capacitance 
so that the resistance of the arm cp 
can be measured by the resistance 
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standard r,. Such a bridge determines 
the unknown impedance in terms of its 
parallel components, which is_pre- 
ferred for capacitive impedances. 


B 


Cy =KCs 


Fig. 1—Schematic of parallel comparison 
bridge with equal ratio arms 


The simplest change required to 
connect such a bridge so that it could 
measure inductive impedances would 
be to provide a switch for transferring 
the condenser standard from the ap to 
the cp arm of the bridge. This would 
give the parallel resonance arrange- 
ment shown schemat- 
ically in Figure 2. Such 
a method of measuring 
inductive impedance, 
however, is not so di- 
rect and convenient as 
is the previous arrange- 
ment for measuring 
capacitive impedance. 
In the first place, fre- A 
quency enters into the 
determination, 
with the result that it 
must be more accu- 
rately known and 
controlled than would 
otherwise be neces- 
sary. Also, the read- 
ings of the condenser 
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Gx= Rs R3 
WHERE k= 

R2 


standard must be converted into 
equivalent inductances by computa- 
tions. Finally, the determination yields 
the parallel components of the un- 
known, while for inductive imped- 
ances the series components in general 
are of major interest. 

If in the original arrangement of 
Figure 1, however, a switch were used 
to interchange the aB and Ap arms, 
and to change the position of R;, the 
comparison circuit would be changed 
to a Maxwell circuit, as shown in 
Figure 3. This circuit offers the same 
convenience and simplicity of oper- 
ation in measuring inductive imped- 
ances that the comparison circuit does 
for capacitive impedances. When the 
bridge is balanced, the relations are 
such that the series components of an 
inductive impedance in the arm cp 
are proportional to the parallel com- 
ponents of a capacitive impedance in 
the aB arm. In other words, a positive 
impedance is related to a positive 
admittance. The proportionality fac- 
tor is the product of R, and Rg, for 
which reason the bridge is classed as 
the product-arm type in contrast to 


Ly (PARALLEL)= 
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Fig. 2—Schematic of parallel resonance bridge 
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the ratio-arm type, 


where the proportion- 
ality factor is the ratio 
of the arms R; and Rg. 

It is apparent that 
the product RiRe may 
be made to give a sim- 
ple relationship —be- 
tween the inductance 


and capacitance units, 
so that the bridge be- 
comes essentially di- 
rect reading. Thus by 
making the product 
equal to 10%, one 
microhenry of the un- 
known inductance cor- 


responds to one micro- 
microfarad of the 
standard capacitance. 
The resistance compo- 
nent of the unknown, 
as already stated, is given in terms of 
the conductance of the AB arm. The 
resistance R, is inserted in series with 
the unknown to keep the total re- 
sistance of the cp arm above a given 
minimum that can be measured 
within the range of the standard R,. 
This use of resistance R,; is analogous 


Lx=KCs 
Rx= 

Rs 
WHERE K= 


D 


Fig. 3—Schematic arrangement of Maxwell 
or product-arm type of bridge 
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Fig. 4—Complete shielding arrangement for the comparison 
bridge used to measure inductive impedances 


to that of Rs in the comparison cir- 
cuit, where its function is to keep the 
conductance in the cp arm above a 
definite minimum. By use of these 
two arrangements of the bridge arms, 
therefore, the same testing procedure 
may be followed whether the unknown 
impedance is inductive or capacitive, 
since direct reading is provided for the 
reactance component, and substitu- 
tion for the resistance component. 
Although the product-arm bridge 
reduces inductance measurements to 
a simplicity on a par with capacitance 
measurements, it results in a more 
difficult design. The symmetry of the 
network of a comparison bridge per- 
mits simple disposition of shielding; 
and the compensation of the residual 
impedance or admittance of cor- 
responding elements can easily be 
preserved over a wide range of condi- 
tions. In addition, the equality of the 
ratio arms, both in magnitude and 
phase, is relatively easy to secure and 
maintain. The product-arm bridge, on 
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the other hand, imposes a more elabo- 
rate shielding scheme; and the prod- 
uct adjustment of the fixed arms re- 
quires a more painstaking technique. 

The complete shielding arrange- 
ments for the two types of circuit are 
shown in Figures 4 and 5. Two 
double-shielded transformers are used 
in tandem across the supply corners 


DETEC- 


The elements designated by lower- 
case letters are adjustments incorpo. 
rated after the bridge is assembled, 
and have required more than the 
usual share of attention because of 
the dual function of the bridge, 
With the comparison bridge, for ex- 
ample, there is no important restric. 
tion of the absolute values of the 

fixed arms R; and R,, 
| The main adjustment 
requirement is that 
their difference in mag- 
nitude and phase be 
zero. With the prod- 
uct-arm bridge, on the 
other hand, the prod- 


uct of these arms must 


TOR 


be a specified value, 


Fig. s—Complete shielding for the product-arm bridge 


of the product-arm circuit instead of 
a single transformer with triple shield- 
ing, to secure a more economical con- 
struction. In designing a composite 
bridge that could function as either 
type, it was necessary to strike a 
judicious compromise between the 
theoretically complete shielding 
shown in Figures 4 and 5 and the less 
perfect shielding that would permit a 
ready interchange of connections and 
still yield the desired accuracy. The 
modified shielding finally adopted for 
the composite bridge is shown in 
Figure 6 which corresponds to the ar- 
rangement of the circuit with the key 
thrown for inductance measurements. 
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and the sum of their 
phase angles must be 
zero. To satisfy both 
sets of requirements, 
Ri and Re must be 
closely adjusted, and 
the residual capaci- 
tance and inductance 
of each—including the 
portion contributed by 
the shielding—must be 
compensated to give 
zero phase angle in the separate arms. 
It is important, moreover, to mini- 
mize the residual reactance that needs 
to be compensated so that the effec- 
tive resistance of the arms will re- 
main sufficiently constant over the 
given frequency range. 

The phase angle compensation of 
the arms Rk; and Re is indicated in 
Figure 6 by the inductances |, and 
l. Inductance 1; compensates for the 
residual capacitance across the cD 
arm of the product-arm circuit, but it 
is switched out of the circuit for the 
comparison connection. Instead, the 
cp arm residual capacitance is padded 
by c; to balance the standard arm AD 
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Fig. 7—The capacitance standard comprises three units 


when the condenser standard is set on 
zero. With the product-arm circuit, on 
the other hand, the zero residual ca- 
pacitance of the standard cs is com- 
pensated by inductance |, so that the 
range of inductance will extend down 
to zero. The key Ks; serves to discon- 


nect the D corner of the bridge from 
ground when the ground-potential 
condition is to be controlled by the 
unknown. Keys kK; and ke, operated 
together, effect the interchange of cir- 
cuits with no other manipulation. 
The various adjustments have been 
made with sufficient 
accuracy to insure sat- 
isfactory performance 
over the frequency 
range from 30 to 10,000 
cycles. The values of 
the fixed arms R; and 
Re are made 10 7” ohms 
each, so that with the 


Fig. 6—Shielding adopted for new composite circuit when 
arranged as a product-arm bridge 
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product-arm circuit, 
one micro-microfarad 
in the capacitance 
standard Cs measures 
an inductance of ten 
microhenries in thearm 
cp. Since the standard 
has a total range of ten 
microfarads, induc- 
_) tances up to one hun- 
dred henries can be 
measured. The range 
for capacitance meas- 


345 


| We 
| ls 
6 SY, 
Cs N tATOR » 
e ‘ O 
| T 
| 1 = O00 
| p) 
| 
TOR | | Kia 
ce ry 
e 
T3 
an 
| le 
1 C3 
| 
| 
| R3 
| 
2 \ 
| D OoK3 
| ole 


urements, of course, is up to ten 
microfarads—the range of the capaci- 
tance standard. These reactance 
ranges can be measured for all values 
of Q normally encountered. 

In the model constructed, the ad- 
justable capacitance and resistance 


Fig. 8—Rear view of bridge with cover removed 


standards are made up as separate 
units which may be readily connected 
to the rest of the bridge circuit by 
coaxial plugs and jacks. This ar- 
rangement increases the portability 
of the equipment, and allows the 


standards to be available for other 
uses. The condenser standard, shown 
in Figure 7, consists of three shielded 
units: an air condenser, a_three- 
decade box of mica condensers, and 
a single-decade box of paper con- 
densers, which is used for the largest 
steps. The resistance 
standard is a six- 
decade box adjustable 
up to 10,000 ohms 
in 0.o1-ohm steps. The 
bridge unit proper is 
assembled on an alumi- 
num panel and covered 
with an aluminum box, 
which serves as an 
overall ground shield. 
The appearance of the 
panel from the rear 
with cover removed is 
shown in Figure 8. 

This new bridge will 
find wide application in 
the laboratory for mis- 
cellaneous impedance testing. It will 
prove especially useful in making fre- 
quency measurements of the imped- 
ance of networks in which the sign of 
the impedance may change many 
times over the test band. 


The Morris Liebmann Memorial Prize 


has been awarded by the Institute of Radio Engineers to 
Dr. G. C. Southworth of the Radio Research Department 
“for his theoretical and experimental investigations of the 
propagation of ultra-high-frequency waves through con- 
fined dielectric channels and the development of a tech- 


nique for the generation and measurement of such waves.” 
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NEWS AND PICTURES 
OF THE MONTH 


E. Ives and the canal-ray tube which | 
| ich forms an atomic “‘clock” 


News of the Month 


SprinG MEETINGS OF TECHNICAL 
SOCIETIES 

AT RECENT meetings of technical soci- 
eties a number of members of the Lab- 
oratories have received awards or pre- 
sented papers. | 

The Western Society of Engineers, at 
a dinner in Chicago on May 5, presented 
the Washington Award for 1938 to F. B. 
Jewett “in recognition of devoted, un- 
selfish and pre-eminent service in ad- 
vancing human progress.” After the 
presentation of the award, Dr. Jewett 
spoke on The Engineer and Current Trends 
in Economic Thought. 

The American Chemical Society, at a 
meeting of its Chicago section on April 29, 
presented the Willard Gibbs medal to 
R. R. Williams for his “outstanding work 
in connection with the study and isolation 
of the beriberi vitamin (B,).” Addressing 
the meeting Dr. Williams spoke on 
Science, East and West. 

O. E. Buckley addressed the New York 
section of the American Institute of 
Electrical Engineers on April 15. His sub- 
ject was Trends in Telephone Research. 

During the week of April 25 to 30, 


Dr. Buckley in his talk before the New York section of the A.I.E.E. stressed the utili- 


meetings were held in Washington by the 
National Academy of Sciences, the I.R.E. 
jointly with the U.R.S.I., the American 
Physical Society and the S.M.P.E. The 
following papers were presented: 

National Academy of Sciences: 4n Ex- 
perimental Study of the Rate of a Moving 
Atomic Clock by Herbert E. Ives (see page 
xi) and The Mechanism of Hearing as Re- 
vealed Through Experiment on the Mask- 
ing of Thermal Noise by Harvey Fletcher. 

Institute of Radio Engineers and 
U.R.S.I.: Electromagnetic Waves in Free 
Space, in Metal Pipes and in Dielectric 
Wires by G. C. Southworth, Peak Field 
Strength of Atmospherics Due to Focal 
Thunderstorms at 150 Megacycles by 
J. P. Schafer and W. M. Goodall, The 
Exponential Transmission Line by C. R. 
Burrows and Ultra-Short Wave Trans- 
mission and Atmospheric Irregularities by 
C. R. Englund, A. B. Crawford and 
W. W. Mumford. 

American Physical Society: 4 Vacuum 
Furnace for the Production of Single 
Crystals of Metals and Alloys by ¥. C. 
Nix and Light Signals Around a Closed 
Path by Herbert Lk. Ives. 


zation of higher frequencies in transmission, the increasing importance of the physical 
and chemical properties of materials, and the reduction in size of telephonic equipment 
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Society of Motion Picture En- 


ineers: The Transmission of 
Motion Pictures Over a Coaxial 
Cable by Herbert E. Ives. 

Ar THE SPRING MEETING of the 
Acoustical Society of America, 
held in Washington on May 2 
and 3, papers were presented by 

_R. Power on The Measurement 
of Absorption in Rooms with 
Sound Absorbing Ceilings, by 
J. M. Barstow on 4 Calibrator 
for Sound Level Meters, by H. K. 
Dunn and D. W. Farnsworth on 
An Exploration of Pressure Field 
Around the Human Head During 
Speech and by H. C. Montgomery 
on An Optical Harmonic Analyser. 
Others who attended the meet- 
ings were H. A. Frederick, R. L. 
Hanson, L. J. Sivian, J. C. Stein- 
berg, W. B. Snow and W. A. 
MacNair. 

G. C. SourHworTH presented 
a paper, Wave Guide Transmis- 
sion, before the Chicago section 
of the A.I.E.E. and accompanied 
his talk with a demonstration. 

A. E. Bowen made a similar talk on 
the same subject before the convention of 
Student Branches of the Eastern part of 
District No. 2 of the A.I.E.E. held at 
Lehigh University. 

B. L. CLarke spoke on the subject 
Microanalysis before the Pittsburgh sec- 
tion of the Electrochemical Society. 

Joun MILts gave the openingaddress at 
the Illinois-Indiana section meeting of the 
Society for the Promotion of Engineering 
Education at Rose Polytechnic Institute, 
Terre Haute, Indiana, speaking on the 
subject, Teaching Fundamentals. 

On Aprit14,C.N.Anderson gave a talk 
on Marine Radiotelephony before the New 
Orleans section of the I.R.E. 

W. H. Donerty spoke before the In- 
stitute of Radio Engineers in Toronto on 
April 25. He discussed the new 50- 
kilowatt broadcasting station which is 
being installed at Hornby, Ontario. 

Ar A MEETING of the American Chemi- 
cal Society in Dallas, Texas, L. A. 
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L. R. Howson (left), president of the Western Society 
of Engineers, presented the Washington Award to 
Dr. Fewett at a dinner in Chicago on May Sth. 
“The Engineer and Current Trends in Economic 
Thought” was the title of Dr. Fewett’s address 


Wooten presented, as part of a sym- 
posium devoted to the mercury-dropping 
electrode, a paper entitled 4 Polar- 
ographic Study of the Alkaline Earth 
Metals. B. L. Clarke and C. L. Luke were 
co-authors of this paper with Mr. Wooten. 


CoLLoQuiIUM 


L. H. Germer spoke on Studies of the 
Arrangement of Molecules in Built-up 
Films at the April 4 meeting of the Col- 
loquium. Dr. Germer described how layers 
of molecules of barium stearate and of 
stearic acid have been placed one at a 
time upon a solid surface by the Lang- 
muir-Blodgett technique. Electron dif- 
fraction studies of such built-up films 
have revealed how the molecules are 
arranged in them. The methods of these 
experiments appear to be applicable to 
studies of boundary lubrication. 

Recent Ionospheric Research was the 
subject chosen by J. C. Schelleng for the 
April 18 meeting. After briefly touching 
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on the current ideas relative to the 
physical state of the upper atmosphere as 
to the gases present, the temperature, 
etc., the formation of ionized layers was 
discussed, particularly as revealed by 
radio wave propagation experiments. 
This consists of a great body of informa- 
tion under normal or magnetically quiet 
conditions, and under magnetically dis- 
turbed conditions at different times and 
different latitudes. 

Officers that have been elected for the 
coming year are E. C. Wente, president, 
R. R. Williams, vice-president, and S. O. 


Morgan, secretary. 


ForeEIGN VISITORS 

Durinc THE past few months a num- 
ber of foreign engineers and research 
workers visited the Laboratories. From 
Belgium there were Professor de Hemp- 
tinne and M. Delfosse, University of 
Louvain, and Mr. Schrieber, Interna- 
tional Standard Electric Company; Can- 
ada, Professor E. F. Burton, University 
of Toronto, B. P. Sutherland, the Con- 
solidated Mining and Smelting Company, 
and J. H. Brace, J. N. Groleau, P. A. 
McFarlane, A. P. Ross and H. G. Young, 
Bell Telephone Company of Canada; 
England, Drs. H. G. Booker and A. F. 
Rawdon Smith, Cambridge University, 
Dr. E. Rabinowitsch, University of 
London, Dr. Dorothy Wrinch, Oxford 
University, J. G. Crowther, Manchester 
Guardian, F. Hope-Jones, Synchronome 
Company, A. W. Montgomery, Inter- 
national Standard Electric Company, 
H. S. Smith, Marconi Osram Lamp 
Works, and Dr. C. C. Paterson and 
George Wilson, General Electric Com- 
pany; Federated Malay States, W. C. 
Gee, Wireless Branch of Posts and Tel- 
egraphs Department; France, A. G. 
Clavier, International Telephone and 
Telegraph Company; Germany, Fried- 
helm Leichsenring and Mr. Beyerlcin, 
Siemens-Halske, W. Hahn, German 
Reichspost, Drs. Gothe and Kotowski, 
Telefunken Company, Mr. Ruehlemann, 
Rheimmetall-Borsig, and Dr. Otto Mohr, 
A.E.G.; Japan, Motowo Sumitomo, Ky- 
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oto Imperial University, K. Kobayashi, 
Nippon Electric Company, and Tetsuo 
Nakao, Department of Communications; 
Norway, Mr. Hartsang, Standard Tele- 
fon-og Kabelfabrik; Poland,. Eugeniusz 
Rzymowski, Polish State Radio and 
Teletechnical Institute; Russia, F. F, 
Jelezov, Russian Glovesprom Engineer; 
and Switzerland, Dr. George Schwarzen- 
bach, University of Zurich. 


VocaL Corps 1n Motion Pictures 


THE LONG-STANDING argument as to the 
part played by the vocal cords in speech 
production is nearer settlement as a re- 
sult of experiments reported by J. C. 
Steinberg and D. W. Farnsworth before 
a joint meeting of the New York League 
for Speech Improvement and the Eastern 
Public Speaking Conference held in New 
York City on April 23. By photographing 
the vocal cords at the rate of four 
thousand pictures per second with a 
special high-speed motion picture camera 
designed by W. Herriott, the exact move- 
ments of the cords have been analyzed. 
The pictures show that the cords separate 
and move upward simultaneously some- 
what as the lips move when puffed out by 


J. F. Hearn 


of the Apparatus Development Department 
completed thirty years of service in the Bell 
System on the fifteenth of May 
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the breath. The vibrations, which are 
very complex, start from the front end of 
the cords and progress toward the back. 
The cords separate suddenly but close 
gradually and they stay together longer 
for low pitched tones than for high ones. 
In the falsetto range the vibrations tend 
to be confined to the front part of the 
cords. The motion pictures are affording 
a means of determining the relative 
parts played by the cord tone and by 
the resonant action of the cavities of 
the throat and mouth in producing the 
principal characteristics of sound. 


MEDAL AWARDED Posruvu- 
MOUSLY TO HoTEL OPERATOR 


A coL_p medal, with a cash award of 
$500, has been awarded posthumously to 
Miss Helen Rosalie Sullivan, a PBX oper- 
ator of the New Jersey Bell Telephone 
Company, “for supreme courage, loyalty 
and devotion to duty during a serious fire 
on December 29, 1937, which occurred in 
the lobby of the Hotel Plaza in Jersey 
City. Despite the evident danger, Miss 
Sullivan remained at her switchboard in 
the lobby of the hotel, spreading the alarm 
and advising guests in the hotel rooms to 
effect their escape. The swiftly spreading 
flames reached the switchboard and set 
fire to her clothing before she ceased her 
efforts to aid others. Groping through the 
blazing lobby, she reached the street, her 
clothing and hair aflame. She was taken to 
a hospital where she died later.” 

A bronze plaque was awarded to the 
New Jersey Bell Telephone Company in 
commemoration of the act cited above. 

Special bronze plaques were awarded 
to four telephone companies for note- 
worthy public service performed during 
the Ohio River flood of 1937: To the 
employees of the Indiana Bell Telephone 
Company and the Southern Bell Tele- 
phone and Telegraph Company along the 
Ohio River Valley in Indiana and Ken- 
tucky, respectively, and all employees of 
The Cincinnati and Suburban Bell Tele- 
phone Company and the Citizens Tele- 
phone Company. 
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News Nores 

Dr. Jewett was elected a member of 
the American Philosophical Society at a 
meeting held on April 22. 

E. A. BescHEerer, at the Vibration 
Specialty Laboratory in Philadelphia, 
discussed vibrators for testing aircraft 
radio apparatus. 

R. S. Barr and M. N. Yarsoroucu 
visited the Transcontinental and West- 


JosepuH IRIsH 
of the Systems Development Department 
completed thirty-five years of service in the 
Bell System on the thirteenth of May 


ern Air, Inc., in Kansas City, and the 
American and United Air Lines in 
Chicago. 

F. B. WoopwortH demonstrated the 
new 224A marine radio equipment to 
Coast Guard and Navy officials on a 
recent trip to Washington. 

F. C. Warp and T. E. LENIGAN visited 
Minneapolis in connection with the in- 
stallation of two-way police car radio- 
telephone and interstate radio-telegraph 
equipment. 

T. E. Lenican supervised the installa- 
tion of a two-way ultra-high-frequency 
police system at White Plains. 

CorRD DEVELOPMENT problems were 
discussed by W. Fondiller and E. B. 
Wheeler at Point Breeze. 

PRoBLEMS RELATING to the 17-type 
test set were the subject of a conference 
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held in Newark which was attended by 
L. H. Campbell, R. I. Crisfield, O. H. 
Danielson, C. C. Hipkins and H. A. 
Larlee and engineers of the New Jersey 
Bell Telephone Company and the West- 
ern Electric Repair Shop. 

THE REGIONAL meeting of the A.S.T.M. 
that was recently held at Rochester was at- 
tended by F. F. Farnsworth, C. S. Gordon, 
C. D. Hocker, and W. H. S. Youry. 


Instructors of Laboratories’ First Aid Courses. Left to right, 
¥. S. Edwards, C. H. Greenall, Miss M. Markthaler and 
W.W. Schormann 


THE ANNUAL inspection of the wood 
specimens treated with various pre- 
servatives, under observation at the 
Gulfport, Mississippi, test plot, was 
made by G. Q. Lumsden, R. E. Water- 
man, J. Leutritz, Jr., and C. M. Hill. 


First Arp TRAINING 


To PROVIDE emergency protection for 
members of the Laboratories located at 
outlying buildings where prompt treat- 
ment of accidental injuries or sudden 
illnesses can not be obtained from the 
Medical Department, selected individ- 
uals were given First Aid training some 
years ago. Because of changes in per- 
sonnel and increase in activities at these 
locations, a need for additional trained 
personnel has recently arisen. 

To meet this need First Aid training 
was given to forty-seven members of the 
Laboratories during 1937, representing 
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various departments at the Davis, Gray. 
bar-Varick and West Street Buildings 
Tube Shop, Building R and the Deal, 
Holmdel, Summit and Whippany labora. 
tories. This course, conducted by W. W, 
Schormann, was the Standard First Aid 
course of the American National Red 
Cross, with special emphasis given to 
Laboratories’ needs. A joint First Aid 
certificate of the Red Cross and the 
Laboratories was pre- 
sented to each individual 
upon completion of the 
training. 

In January, 1938, a 
special training course 
for instructors was con- 
ducted at the Labora- 
tories by Dr. L. M. 
Thompson of the na- 
tional headquarters staff 
of the American Na- 
tional Red Cross. The 
thirteen people who com- 
pleted this advanced 
First Aid work were ap- 
pointed instructors by 
the Red Cross. 

To make a knowledge 
of First Aid available to all members of 
the Laboratories, out-of-hour courses in 
this subject were offered this spring under 
the instructorship of Miss M. Markthaler, 
J. S. Edwards, C. H. Greenall and W. 
W.Schormann. Fifty-one menand twenty- 
seven women took this course, the 
activities of which are illustrated on the 
opposite page. It is planned to repeat 
this course in the fall. 


* 


J. H. Gray and J. B. Hays were at 
Syracuse and vicinity recently in connec- 
tion with the installation of U-type 
distribution wire. 

A GENERAL Discussion of cable prob- 
lems in New York was attended by R. E. 
Alberts and O. S. Markuson, Point 
Breeze and R. P. Ashbaugh, Hawthorne. 

F. B. Livincston went to Lawrence- 
ville, New Jersey, in connection with re- 
covery of experimental buried cable. 
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A. C. MaGratH 


of the Apparatus Development Department 
completed thirty years of service in the Bell 
System on the twenty-second of May 


R. B. Knoru and F. E. HENDERSON 
of Hawthorne visited the Laboratories to 
discuss the manufacture of cellulose 
acetate filled coils. H. E. Mali and 
C. A. Borland, also of Hawthorne, con- 
ferred here on meter and voltmeter relay 
problems. Mr. Mali also discussed coin 
collector problems. At Hawthorne J. J. 
Martin discussed the manufacture and 
testing of 150-type ceramic number 
plates; C. A. Webber the development 
of a cord tip for subscriber-set wiring; 
and J. R. Townsend various telephone 
materials problems. 

J. F. Morrison recently visited the 
following stations in connection with 
broadcast antenna problems: CBL, Horn- 
by, Ontario; WHAM, Rochester; WHAS, 
Louisville; WAGA, Atlanta; WMAS, 
Springfield, Massachusetts; WPRO, 
Providence; WSMB and WBNO, New 
Orleans; and WRVA, Richmond. He also 
attended the Broadcast Engineering Con- 
ference at Ohio State University. 

C. F. Swasey and F. H. Best dis- 
cussed meter problems with engineers of 
the Weston Electrical Instrument Cor- 
poration, Newark. 

F. E. Nimmcke supervised the in- 
stallation of a 353F-1 (1-kilowatt) radio 
transmitting equipment at the Police 
Department Radio Station, Milwaukee, 
and a 355E-1 (s-kilowatt) radio trans- 
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mitting equipment at Station WSMB 
New Orleans. He also inspected the 3044 
radio transmitting equipment at Station 
KFRU, Columbia, Missouri. 

R.L. Geruso visited the General Cable 
Company at Perth Amboy, New Jersey, 
where he observed the rolling of com. 
mercial brass alloys. 

I. L. Hopkins visited the Bakelite Cor- 
poration plant at Bound Brook and their 
laboratory at Bloomfield in connection 
with impact testing studies. 

* * * * * 

On THE seventeenth of April, R. E, 
Coram completed a quarter century of 
service in the Bell System which began 
when he joined the New England Tel- 
ephone Company at Boston. Previous to 
this he had studied mechanical en- 
gineering at the Massachusetts Institute 
of Technology. In the Plant Department 
of the New England Company he took 
part in the early demonstrations of the 
transcontinental circuit. In 1919, he came 
to the Systems Development Depart- 
ment of the Laboratories at West Street 
where he immediately became associ- 
ated with the development of the 
Type-C carrier-telephone system and 
took part in the first commercial in- 
stallation of this equipment. In 1924 he 
was responsible for the design and de- 
velopment of the low-power equipment 


R. E. Coram 
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for the long-wave transmitter at Rugby, 
England, and Rocky Point, Long Island, 
and of the receiver at Houlton, Maine. 
Mr. Coram transferred to what is now 
the Commercial Products Development 
Department in 1926 where he has since 
been in charge of a group developing 
radio broadcasting transmitters. 
* * * * * 


Joun Mixts has returned from a month 
in San Francisco where he went to ar- 
range for the construction and decoration 
of the Bell System exhibit at the 1939 
Golden Gate International Exposition. 
This exhibit of the American Telephone 
and Telegraph Company will be operated, 
after completion, by the Pacific Tele- 
phone and Telegraph Company. 

On Apri 7, E. J. Thielen attended the 
Career Day Program of Rutherford High 
School and spoke to groups of students 
interested in following Electrical Engi- 
neering as a vocation. 

H. S. WinBicLer and A. A. HEBEr- 
LEIN were in Washington during the 
week ending April 23 in connection with 
the initial installation of “dome” type 
vacuum tubes in echo suppressors. 

C. S. Gorpon and R. J. Nossaman 
with H. W. Butler of the A. T. and T. 
Company visited the Southern New 
England Telephone Company to discuss 
problems of drop-wire maintenance. 

A. H. Hearn recently visited the 
plant of the Taylor-Colquitt Company at 
Spartanburg, South Carolina, in connec- 
tion with the experimental treatment of 
southern pine poles. 

C. N. AnpEerson and H. C. Foreman 
spent April in the vicinity of New Orleans 
making sets surveys for main radio- 
telephone stations. 

Durine April, R. R. Williams, under 
the auspices of Sigma Xi, spoke at the 
Universities of Idaho, Wisconsin, Missouri 
and Utah and at Ohio State University 
and Oregon State College. At Portland, 
Oregon, he also spoke before a gathering 
of doctors and chemists sponsored by the 
local medical association. 

A. E. Scuun visited several of the auto- 
mobile factories in Detroit for discussion 
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of finishing practices, and discussed finish 
and adhesive problems at Hawthorne. 

AMONG THOSE WHO attended the Elec- 
tronics Conference held at the Research 
Laboratory of the General Electric Com- 
pany at Schenectady were L. A. Wooten, 
A. J. Ahearn, R. W. Sears, J. B. Johnson, 
S. B. Ingram and C. H. Prescott. Mr. 
Prescott participated in the program by 
discussing his recent work on combined 
oxide-coated filaments. 


T. C. Crucer 


of the General Service Department com- 
pleted thirty years of service in the Bell 
System on the twenty-third of May 


THE APPLICATION of a reinforced coal 
tar enamel coating to the underground 
coaxial leads for the new Musa station 
at Manahawken, New Jersey, was ob- 
served by H. G. Arlt. 

S. O. Morcan and G. T. Kouman at- 
tended the annual meeting of the Sub- 
Committee for Physics of the National 
Research Council’s Insulating Committee 
held in Washington. Mr. Kohman also 
visited the du Pont Company at Wilming- 
ton to discuss with their engineers new 
impregnating compounds. 

A. E. Petrie and J. H. visited 
the Electric Products Company in Cleve- 
land. Mr. Sole was also in Lynn and 
Schenectady and in Williamsport, Penn- 
sylvania, on machine design problems. 
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E. E. ScHuMACHER has been appointed 
a member of the Correlation of Research 
Committee of the American Institute of 
Mining and Metallurgical Engineers. 

R. C. Miner was in Hawthorne re- 
cently in connection with the handset 
receiver and problems concerning the 
new operator’s receiver. 

E. K. Eseruart, with American Tel- 
ephone and Telegraph Company en- 
gineers, collaborated with the Southern 
New England Telephone Company in 
testing lighting equipment for their new 
headquarters building in New Haven. 

V. T. CALLAHAN was in Buffalo to dis- 
cuss engine design problems. 

F. E. Masex, together with represen- 
tatives of the Western Electric Company, 
visited the Leeds and Northrup plant at 
Philadelphia in connection with com- 
mercial production of master controllers 
for Type-K carrier systems. 

THE COAXIAL REPEATER installation at 
Princeton and the intermediate repeaters 
between Princeton and New York City 
were inspected by D. C. Meyer, M. M. 
Bower, D. K. Gannett and J. A. Coy, to- 
gether with Mr. E. W. Baker of the De- 
partment of Operation and Engineering. 

M. R. Purvis, at Charleston and 
Huntington, West Virginia, during the 
week of April 11, assisted the Chesapeake 
and Potomac Telephone Company en- 


gineers in the cutover of the new 16B; 
telegraph repeater to commercial service, 

J. W. GoopeEruam visited several com- 
munity dial-office equipments in Mary. 
land to make interference studies. 

T. A. McCann was in Boston to discuss 
the operation of governed motors on 
106AI regenerative telegraph repeaters, 

B. S. Swezey conducted a training 
course in the operation and maintenance 
of the new No. 26 teletypewriters, for the 
Long Lines, Western Electric Company 
and Associated Company men designated 
as instructors for similar regional schools, 

A. B. Crark and K. L. Maurer, to. 
gether with J. A. Fitzpatrick, Chief En. 
gineer of The Bell Telephone Company 
of Pennsylvania, Central Area, and L. A. 
Babbitt, Transmission Engineer, recently 
witnessed codrdinated induction tests on 
the freight electrification of the Penn- 
sylvania Railroad between Columbia and 
Lancaster, Pennsylvania. These tests 
were conducted by E. A. Potter, V. A. 
Douglas and J. H. Harding of the Lab- 
oratories, in codperation with engineers 
of The Bell Telephone Company of Penn- 
sylvania and the Pennsylvania Railroad. 

A. J. Atkens has been testing effects 
of connecting open wire into carrier 
cables near Miami. 

P. W. Biye and T. A. Tay tor have 


been in Alcoa, Tennessee, in connection 


MEMBERS OF THE LABORATORIES TO WHomM Patents WERE IssuED Dwurinc 
THE MontTuHs oF MARCH AND APRIL 


S. W. Allison A. C. Dickieson F. S. Kinkead G. A. Ritchie 
A. E. Bachelet T. L. Dimond L. F. Koerner v. L. Ronci (2) 
B. G. Bjornson J. T. Dixon W. V. K. Large A. L. Samuel 
K. C. Black A. W. Dring G. A. Locke A. H. Schafer 
D. W. Bodle (2) C. R. Eckberg W. A. Marrison R. C. Shaw 

S. Brand W. H. Edwards A. C. Magrath F. J. Singer 
N. W. Bryant D. T. Eighmey W. H. Matthies A. M. Skellett 
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with cooperative tests of the effectiveness 
of a wave-shape corrective device applied 
to a large power rectifier. 

Joun Ma tert has returned to New 
York from New Mexico. On his way back 
he inspected cable installations and build- 
ings which will be part of the Type-J 
carrier system in Florida. 

H. W. Evans spent a week at Mt. 
Pocono making transmission tests on an 
experimental open-wire line. He was 
assisted by L. F. Staehler. 

R. A. MILLER inspected the announcing 
system at Churchill Downs track, Louis- 
ville, on May 2 to 4. 

R. K. Honaman and P. W. Spence in- 
spected the installations of oscillographs 
for the purpose of recording disturbances 
on the lines of the Jersey Central Power 
and Light Company. 

W. T. Harnes and E. H. Gitson re- 
cently spent several days at Turner, 
West Virginia, installing a cathode-ray 
oscillograph and surge recorder in con- 
nection with the study of overvoltages 
on power systems being conducted by 
Project Committee 2J of the Joint Sub- 
Committee on Development and Re- 
search of the Edison Electric Institute 
and the Bell System. 

J. R. Haynes and W. C. F. Farne.y 
were in Philadelphia to install two ex- 
hibits in the museum of The Franklin 
Institute, one to demonstrate micro- 
phonic action and the other to demon- 
strate ferromagnetic action. 

F. L. Hunt was in Washington, April 
25 to 28, to install demonstration ap- 
paratus illustrating the change of the 
magnetic properties of permalloy with 
temperature. This is part of the Lab- 
oratories Exhibit in the National Acad- 
emy of Sciences Building. 

Mrs. Lizzie Carton, a former matron 
in the Plant Department, with service 
from January 24, 1908, to July 15, 1933, 
at which time she retired, died on the 
nineteenth of April. 

W. J. O’Neitt and H. S. Werrz ap- 
peared before the Primary Examiner at 
the Patent Office in Washington in con- 
nection with interference proceedings. 
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G. H. Srevenson spoke on certain 
aspects of the patent law at a meeting of 
the Radio Colloquium held at the Deal 
Radio Laboratory on May 6. 


Movinc Ciocxk Runs Stow 


A Famous theory of science, announced 
forty years ago, has at last been con- 
firmed by experiments in these Labora- 
tories, according to a paper presented by 
Dr. Herbert E. Ives before the National 
Academy of Sciences on April 25. Dr. 
Ives has shown that a moving clock 
actually does run slower than one at rest. 
So slight is the slowing-down that no 
speeds available to experimenters when 
the theory was announced were adequate 
for a crucial test. But by using as a 
“clock” the light-giving oscillation of a 
hydrogen ion, which can be shot down a 
vacuum tube at a thousand miles a 
second, it is possible to measure a definite 
change in the color of the light. That, of 
course, means a change in the rate of 
vibration of the atom. 

Why the experiment is epochal is seen 
from the history of science. The wave 
theory of light postulated an “ether,” to 
carry the waves. But was it stationary in 
space, or was it dragged along with the 
observer? The crucial experiment was 
rather simple—measure the velocity of 
light in the direction of motion of the 
earth and at right angles to it. Michelson 
and Morley tried it first, in 1887, and 
other experimenters repeated it with 
great refinement of technique. All the 
conclusions were that the ether appeared 
to move with the earth. Did, then, each 
heavenly body drag along its own ether? 
This was hard to believe. Eventually, 
about the turn of the century, three 
scientists, Fitzgerald, Larmor and Lor- 
entz, developed a theory according to 
which light could appear to have the 
same velocity across and with a stationary 
ether. This could occur, they found, if a 
clock would slow down and a rod would 
grow shorter when in motion: by amounts 
related in a certain way to the velocity 
through the ether. Stark in 1907 dis- 
covered that hydrogen ions, which emit 
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light whose color tells their vibrating 
frequency, and so can be used as “clocks,” 
could be brought up to sufficiently high 
speeds in a vacuum tube, to serve as 
means to test this theory. Because of 
experimental difficulties the experiment 
has been classed for 30 years as “hypo- 
thetical.”” Recently the experiment has 
become feasible due to the development 
of the canal-ray tube by A. J. Dempster 
of Chicago. 

Dr. Ives’ apparatus uses a vacuum 
tube in which there is a small amount of 
hydrogen. An electric arc breaks down 
the hydrogen molecules into charged 
ions. These are picked up by a high-volt- 
age electric field and brought up to a 
speed of the order of a thousand miles a 
second. Looking into the end of the tube, 
the observer sees these ions approaching 
him, and by means of a mirror he also 
sees them apparently receding from him. 
Light from the ions is observed by a 


diffraction-grating spectrograph. The 
spectrograms show a line for the station. 
ary ions, and—due to the Doppler effect 
—a line on each side of it for the light 
from the approaching and receding ions, 
Were the Doppler effect the only thing 
to be considered, the spacing of these 
lines would be symmetrical about the 
central line. But they are both displaced 
slightly toward the red end of the 
spectrum. This displacement increases 
with the speed of the ions in a way which 
coincides exactly with that slowing-down 
of the ions’ rate of vibration postulated 
nearly forty years ago. 

The paper was widely chronicled in the 
newspapers, frequently with comments 
that it “proved” the theory of relativity. 
Dr. Ives points out, however, that the 
slowing-down of an atomic “clock” is 
required equally by the ether and the 
relativity theories, and therefore his ex- 
periment proves or disproves neither one, 
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Making 


Broadcast 


Synchronization 


Easy 


By J. C. BAYLES 
Broadcast Development Department 


N recent years there has 
been some interest in oper- 
ating a number of radio 
transmitters in “‘synchronism”’ 
when they are all broadcasting 
the same program. The usual 
objective of such operation is 
to make it practicable to per- 
mit the full-time operation of 
stations otherwise restricted 
to part time, or to permit the 
operation of additional trans- 
mitters on frequencies already 
assigned, so as to increase pro- 
gram coverage. The technical 
difficulty of frequency control 
is only one of a number of fac- 
tors which must be adequately 
taken into account, but this element 
in the overall problem is met by the 
synchronizing apparatus developed 
by the Laboratories. This apparatus 
can readily be applied to almost any 
type or size of radio transmitter. 
“Synchronization” as applied to 
broadcast stations does not mean that 
the transmitters involved are oper- 
ating at exactly the same carrier fre- 
quency, but that the variation from 
exact synchronization is very small. 
For satisfactory operation it has 


June 1938 


been found desirable to maintain the 
frequency difference between two sta- 
tions of a system to within less than 
o.1 cycle per sec. In developing the 
Western Electric 280A synchronizing 
panel, the Laboratories have met this 
requirement, and have produced a 
compact bay of equipment, com- 
pletely a-c operated and self-con- 
tained. The method of synchroniza- 
tion used in this equipment is that of 
continuously correcting the frequency 
of all transmitters so as to maintain a 
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selected relation to a basic reference 
frequency transmitted to all stations 
from a very stable common source. 
Among the advantages of this system 
is that in case of an interruption of 
this reference frequency there is no 
interruption of the program, since the 
oscillators of Western Electric trans- 
mitters will maintain adequate syn- 
chronism for short periods without 
correction being necessary. 

The method of synchronization 
may be followed in outline from the 
block schematic of Figure 1. In brief, 
the scheme is to derive from the 
reference frequency, usually 4 kc, a 
harmonic that is 50 kc higher or lower 
than the station carrier frequency. 
This frequency and a portion of the 
station carrier are passed through a 
modulator, at the output of which will 
appear a frequency of 50 kc plus or 
minus the deviation of the carrier 
from its assigned value. If this devia- 
tion of the carrier is called A, the 
output of the modulator is thus 
(so +A) ke. A 50-ke current, also de- 
rived from the reference frequency, is 
passed through a phase-shifting net- 
work providing two outputs—one 
in phase with the reference frequency 
and one shifted go degrees from it. 
These three frequencies—the 50 kc 
“in phase,” the 50 kc at an angle of 
go degrees, and the (S0+A) kc—are 
then fed to a second modulator, which 


provides a two-phase current at fre. 
quency A. This current supplies power 
to a polyphase control unit which 
operates a shunting condenser for the 
transmitter oscillator. The direction 


MODULATOR NO.2 CONTROL 


UNIT 


‘ 
50 KILOCYCLES 
90-DEGREE ANGLE 


50 KILOCYCLES tA 


' +B 
50 KILOCYCLES 
O-DEGREE ANGLE 


| 
| 
| 
| 
Fig. 2—Simplified schematic of modulator 
No. 2, which produces a two-phase current 


of frequency A 


of rotation of the control unit is such 
as to decrease the frequency of the 
oscillator when it is too high, and to 
increase it when it is too low. 

In greater detail, it will be noted 
from the diagram that the 4-kc 
reference frequency is first passed 
through a selective amplifier, and then 
through a ferro-magnetic frequency 
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Fig. 1—Block schematic of the 280A synchronizing system 
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converter that provides a 10-ke fre- 
quency. This is then amplified and 
passed through a ferro-magnetic har- 
monic producer that gives all odd 
harmonics of 10 kc. Two branches 
lead off from the harmonic producer: 
one going to a 50-kc amplifier, which 
selects and amplifies a 50-kc voltage 
for supplying the phase-shifting net- 
work, and the other passing through 
the selector that picks the harmonic 
so kc above or below the assigned car- 
rier frequency. When the carrier is an 
odd harmonic of 10 kc, a varistor— 
used as a rectifier, and shown dotted 
on the diagram—is inserted ahead 
of the selector to provide the even 
harmonics by a process involving fre- 
quency-doubling. 

The output of the selector is thus 
always 50 ke above or below the as- 
signed carrier, and it is supplied to 
modulator No. 1 together with an 
amplified portion of the actual car- 
rier. The output of this modulator is— 
as already noted—at a frequency of 
go ke +A, and after amplification is 


supplied to modulator No. 2 along 
with the two 50-kc components from 
the phase-shifting network. A simpli- 
fied schematic of this modulator, 
which produces the two-phase current 
of frequency A, is shown in Figure 2. 
This circuit balances out the 50 kc, 
and only the component at frequency 
A remains, which because of the two 
circuits that are supplied by the 
quadrature components, appears as a 
two-phase current. 

Equipment for the 280A synchro- 
nizing panel is divided into three units: 
the harmonic producer unit, which 
includes the reference-frequency am- 
plifier, the frequency converter, and 
the harmonic producer; the selector- 
modulator unit, which includes the 
selector, the phase-shifting network, 
and both of the modulators; and a 
power-supply unit. The two-phase 
control unit for adjusting the oscil- 
lator of the transmitter is located in 
the transmitter. Power—about 200 
watts—is drawn entirely from the a-c 
mains at 115 volts and 60 cycles. 
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Short-Circuiting Relay Protectors 


By D. T. OSGOOD 
Protection Development Department 


ELL System circuits are fre- 
quently of open-wire construc- 
tion, and extraneous voltages 

are occasionally impressed upon them 
by lightning, by contact with power 
wires, or by induction from paralleling 
power lines during times of ground 
faults on the power system. To limit 
these voltages to safe values, so as to 
protect telephone equipment and to 
guard against other hazards, carbon 
block protectors are connected be- 
tween the telephone conductors and 
ground. These protectors ground the 
conductors with extreme rapidity 
whenever excessive voltages appear. 
Such carbon blocks provide very 
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effective protection, but if they are 
called upon to carry heavy current for 
more than a very short time, they may 
permanently ground the conductors 
with which they are associated. Per- 
manent grounds are much more 
likely to occur from high-voltage 
power surges than from the very short- 
lived surges of lightning. In either 
case, however, a service interruption 
will result, even in central offices 
where personnel are available to re- 
place the grounded protectors. Where 
protectors are installed either on a 
line remote from a central office, or in 
small offices where plant forces are not 
in continuous attendance, the loss in 
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circuit time from permanent ground- 
ing may become excessive. 

To minimize this difficulty, relays 
were designed which would operate 
promptly toshort-circuit the protector 
for the duration of the disturbance. 
With such an arrangement, the pro- 
tectors would discharge the moment 
the voltage rose above the critical 
value, and the immediate action of 
the short-circuiting relays would pre- 
vent the protector blocks from fusing 
together and, as a result, creating a 
permanent ground. 

One form of this arrangement, which 
is known as the multi-grounding relay 
protector, is described in an accom- 
panying article. This was developed 
for installation in central offices or 
in the outside plant on lines where 
excessive voltages to ground from 
induction might occur frequently. 
A telephone line equipped with these 
protectors is shown in the photograph 
at the head of this article. 

Another form is called the unit- 
type relay protector. It is designed for 
two wires; and is applicable where 
only a few circuits are to be protected, 
or where it is not desired to ground all 
wires at a given point upon the opera- 
tion of one or more carbon protectors. 


Fig. 1—The unit-type relay protector 
June 1938 
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Fig. 2—Test set for adjusting short-circuit- 
ing relay protectors 


This device consists of a relay, shown 
in Figure 1, which carries the protec- 
tor blocks at one end. After one of the 
blocks breaks down, the discharge 
current passes to ground through the 
winding of the relay. The armature 
operates; and the contacts directly 
short-circuit the blocks. This 
relay is rugged in construction 
and its contacts are designed 
to withstand at least 150 am- 
peres without fusing. The 
magnetic circuit of the relay 
saturates at a relatively small 
value of current, so that the 
voltage across the relay will 
remain low even for high dis- 
charge currents. To prevent 
the relay from being held up 
by direct current from a 
grounded telegraph system 
after having been operated 
by lightning or induction, a 
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non-magnetic stop is placed between 
the armature and the core of the relay. 

In general, short-circuiting relay 
protectors have required very little 
maintenance. In areas where the 
multi-grounding type are now in- 
stalled, regular routine inspections at 
approximately six-month intervals 
have been instituted for the purpose of 
observing their operation and making 
adjustments if necessary. For these 
inspections a special test set was de- 
veloped, shown in Figure 2, which 
contains a low-voltage d-c to a-c 
dynamotor, together with the neces- 
sary ammeters, rheostats, and other 
apparatus. The instrument is com- 
pact and can be carried up the pole to 
the protector. Long leads connect the 
dynamotor to a storage battery, 
which may be placed at the base of 
the pole or left in the car or truck. In 
making these tests, the a-c end of the 
dynamotor is connected to the input 


terminals of the protector; the current 
is adjusted to a specified value; and 
adjustments are then made on the 
relays to assure their proper function- 
ing. The resistance of each of the 
short-circuiting relay contacts is jn- 
dicated by another circuit in the test 
set. If the resistance is above the re. 
quired maximum, it can be reduced by 
burnishing or cleaning the contacts, 

Several installations of both the 
multi-grounding and the unit-type 
short-circuiting relay protectors have 
been made. In most cases their opera- 
tion has been carefully observed over 
a period of several years, and it has 
been found that they have been effec- 
tive both in limiting the voltage to 
ground along the line due to induc- 
tion, and in reducing lost circuit time. 
In some instances, over a thousand 
operations have been recorded with- 
out the necessity for changing a single 
carbon protector block. 


Dr. Williams s Medal 


“The Willard Gibbs Medal, perhaps the highest honor of American 
organized chemistry, has had many distinguished recipients, but none 
more worthy than our fellow townsman, Dr. Robert R. Williams, of the 
Bell Telephone Laboratories, who got it last week for separation and 
artificial production of Vitamin B,. First known as a vitamin, the 
lack of which can cause the not common disease called beriberi, this 
substance now has wider importance. ... 

“Nearly thirty years ago Dr. Williams was a young chemist in 
Manila. Among other improvements introduced by the Americans was 
better food for prisoners in the jails, including polished rice instead of 
cheaper brown rice. Many prisoners promptly got sick, an illness 
finally traced by Colonel E. B. Vedder and other American medical 
officers to something present in the rice hulls, but absent from the rice 
after polishing. At that time nobody knew much about vitamins, but 
the unknown material in the rice hulls roused Dr. Williams’s imagina- 
tion. For two decades his spare time went into trying to extract it, a 
quest finally successful in 1933 and followed soon by making the com- 
pound synthetically. This perseverance now receives a first installment 

of its just reward.” 


—From an editorial in the ‘Herald Tribune” (New York), May 8, 1938. 
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Design Features of Short-Circuiting 
Relay Protectors 


By J. D. TEBO 
Electromechanical Apparatus Development 


tors* have been designed for 

use on open-wire telephone lines 
to provide protection against exces- 
sive voltages and at the same time to 
minimize the amount of service inter- 
ruption of the affected circuits. A 
study of this general problem led to 
the investigation of several types of 
protective devices, but the simplest 
and most satisfactory from the stand- 
point of speed of operation and im- 
pedance following breakdown is the 
standard carbon block protector of 
the 26 and 27 types which are well 
known in the telephone plant. Design 
work was therefore concentrated on a 
short-circuiting device which would 
shunt the protectors during dis- 
charges, and consequently reduce the 
tendency of these protectors to per- 
manently ground the telephone cir- 
cuits following heavy discharges. 

The original circuit for such a short- 
circuiting device passed the discharge 
current through a low-impedance re- 
sistor to ground, rectified a portion 
of the current by means of a copper- 
oxide rectifier, and passed the recti- 
fed current through a relay that 
short-circuited the protector block. 
One of the main problems of this de- 
velopment work was to find contact 
materials capable of withstanding the 
severe operating conditions. The con- 
tacts may be required to carry peak 
currents reaching 150 amperes before 

*Page 350, this issue. 
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the power circuit breakers operate; 
they must not stick or weld if a 
momentary interruption in the dis- 
charge current permits the relay to 
start to release and the current re- 
turns, causing a momentary arc at the 
contacts; and their resistance must 
not become excessive even though 
the protector remains idle for ex- 
tended periods. The contact materials 
finally selected were platinum-iridium 
operating against silver-impregnated 
carbon, materials which have proved 
very satisfactory in use with the 
KS-6254 electrolysis switch.* 

The potentials at which the carbon 
blocks break down vary, and where a 
large number of circuits on the same 
pole line are to be protected, some of 
the protectors might operate and 
others not. As a result, undesirable 
differences of potential between wires 
may occur. To avoid the possibility of 
this condition, the circuit was modi- 
fied to include a second relay. The 
contacts of this second relay connect 
a common battery to all the other 
short-circuiting relays for the group of 
lines, so that the operation of any one 
protector of the group will result in 
all the protectors of the group being 
short-circuited. 

In addition to this “multi-ground- 
ing” feature, a second modification 
was introduced. Since the potential to 
ground varies directly with the amount 
of discharge current passing through 

*Recorp, April, 1930, p. 364. 
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the resistor, for large values of dis- 
charge current, there may be high 
potentials applied to the copper-oxide 
rectifier that provides the operating 
current for the relays. The rectifier 
must therefore be designed to resist 
comparatively large potentials, with- 
out decreasing the sensitivity of the 
protector to small discharge currents. 
An impedance which decreases with 
increase in current was therefore de- 
signed, so that the potentials across it 
would increase at a much slower rate 
than the discharge current. This im- 
pedance unit consists of two sets of 
copper-oxide discs connected in paral- 
lel but oppositely poled so that the 
unit will pass current both ways. 

A schematic for this form of pro- 
tector, called the 1A protector group, 
is shown in Figure 1, where s is the 
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Fig. 1—Schematic circuit representation of 
the 1A protector group 
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short-circuiting relay, and m the 
multi-grounding relay. When the pro- 
tector of one such unit discharges, 
both relays s and M of this unit are 
operated by the rectified current, and 
the operation of relay M connects 
positive battery to the upper of the 
two busses shown at the bottom of the 
diagram. With battery on this bus, 
any of the groups not operating will 
have battery applied to their s relay 
through a back contact of the m 
relay—the current flowing to ground 
through one side of the bridge recti- 
fier. Protectors for five circuits, or ten 
wires, are mounted on a common 
base to form a protector group as 
shown in Figure 2, and from one to 
five of such groups may be installed 
together. These are mounted on the 
central panel in the _ illustration. 
Above them are the non-inductive re- 
sistances, and below are the relays. 
The copper-oxide discs for both recti- 
fier and impedance group are mounted 
on a common spindle for each unit. 
To facilitate routine inspection and 
testing, the switch shown in the upper 
part of Figure 1 and at the left of 
Figure 2 has been provided. It also 
contains the mountings for the carbon 
block protectors and was especially 
designed for the 1A protector group. 
When pulled forward, the switch dis- 
connects the entire 1A protector group 
from the line so that the unit is avail- 
able for testing without disturbing 
the line. To insure that the protector 
will never be left in the disconnected 
position, the design is such that clos- 
ing the door of the box in which the 
group is mounted closes the switch. 
Although the 1A protector group 
proved satisfactory, further study was 
made in an effort to increase the 
discharge-current range, increase the 
speed of operation, reduce the cost, 
and eliminate the rectifiers which 
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Fig. 2—The 1A protector unit showing the can cover removed from the short-circuiting 
relays along the bottom 


sometimes failed under heavy light- 
ning conditions. A development pro- 
gram was begun, resulting in the de- 
sign of a protector which has for its 
distinctive features the use of an 
alternating-current master control re- 
lay, and a transformer for the ground 
impedance. The circuit arrangement 
is shown in Figure 3, and the equip- 
ment arrangement in Figure 4. 

The new protector has the features 
of “‘multi-grounding”’ and of the vari- 
able impedance in the discharge cur- 
rent path, but performs its function 
somewhat more simply and efficiently 
than does the 1A pro- 
tector group. The 


charge currents. The voltage across 
the secondary, and hence that ap- 
plied to the control relay, remains 
very nearly the same for all values of 
discharge current. This, of course, 
made it possible to design the relay 
for its maximum sensitivity at low 
values of discharge current without 
having to be concerned with over- 
heating of the relay at high currents, 
which would be the case if the saturat- 
ing transformer were not used. 

As may be seen from Figure 3, 
“multi-grounding” is obtained by 
having the ground lead from all pro- 
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Fig. 3—The newer relay protector has a control relay oper- 
ated directly by the discharge current through a transformer 
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tector blocks connected to a common 
bus running to the primary of the 
transformer and by having the opera- 
tion of the control relay operate all 
the short-circuiting relays from a 


Fig. 4—Pole-mounted a-c type short- 
circuiting relay protector 


common battery. Such an arrange- 
ment is simpler than the earlier form 
because a single ground impedance 
(the transformer) and a single control 
relay take the place of the discharge 
impedance, rectifier, and M relay re- 
quired for each pair of wires with the 
1A protector. The disconnecting 
switch arrangement designed for use 
in the 1A protector group is also used 
in the new protector. 

Speed of operation is increased by 
using a very sensitive and very fast 
relay as the control relay, which is 
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the only load across the transformer. 
In addition, the short-circuiting re- 
lays are operated from a battery which 
can be made large enough to insure 
maximum speed of operation. 

As with the 1A protector this new 
unit is arranged in groups of five, and 
as many as five groups may be 
mounted together, and employ a 
single transformer and control relay 
shown in Figure 4. The five short- 
circuiting relays of each group are 
operated in parallel, but successive 
groups are connected in series as indi- 
cated on the diagram, thus giving a 
series-parallel operation from the bat- 
tery—additional cells being added for 
each additional group. This arrange- 
ment has the advantage of keeping 
the current drain on the battery small, 
and reducing the effect of voltage drop 
in the connecting leads. 

On circuits carrying direct-current 
grounded telegraph, it was found that 
with the earlier forms of relay pro- 
tectors, the current to ground through 
the protector circuit from the tele- 
graph batteries was sufficient under 
some conditions to hold the short- 
circuiting relays operated after they 
had been operated by induction or 
lightning. In some cases, therefore, 
the sensitivity of the protector had 
to be decreased to avoid this possi- 
bility. The use of the transformer in 
the new design eliminated this con- 
dition since a direct-current discharge 
in the primary of the transformer has 
no effect upon the relay connected to 
the secondary. 

The new protector has been made 
available both for pole mounting and 
central-office mounting. Each unit 1s 
mounted on a separate framework 
arranged for convenient installation 
‘on a wall or relay rack. They may 
therefore be used in central offices or 
in the outside plant as desired. 
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Oscillating Crystal 


HIS apparatus was used by 

Dr. O. E. Buckley in a talk 

before the A.I.E.E. in New 
York City to show the small damping 
effect in a crystal-controlled oscillator 
compared with that in a coil and con- 
denser circuit which oscillates at the 
same frequency. Two crystals and a 
coil-condenser unit are provided. One 
of the crystals is exposed to the air to 
demonstrate the damping effect of 
atmospheric pressure and the other is 
enclosed in an evacuated container. 
The output of the oscillator is hetero- 
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dyned with another current to pro- 
duce an audible frequency and ap- 
plied to a loudspeaker after the power 
is cut off. The crystal in vacuum 
vibrates about ten times longer than 
the unprotected one and about 1000 
times longer than the coil-condenser 
oscillator. Breathing moist air on the 
open crystal damps it so heavily that 
it ceases to vibrate. A crystal in a 
vacuum oscillates about 80,000 times 
before its amplitude is reduced one- 
half. This is equivalent to a second’s 
pendulum beating for two days. 
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NE of the first steps toward 

giving a coastal and harbor 

telephone service was the 
opening of a station at Green Harbor, 
Massachusetts, which had previously 
been used for experimental studies. 
This station provided telephone com- 
munication not only for Boston har- 
bor but for coastwise shipping from 
Maine to Montauk Point, as already 
described in the Recorp.* Subse- 
quently stations were opened at New 
York, Miami, Los Angeles, San Fran- 
cisco and Seattle. These stations are 
available for service twenty-four hours 
a day, and each has a range of several 
hundred miles to sea. A construction 

*Recorp, Nov., 1932, p. 77. 
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A New 


Coastal Marine 
Radio Telephone 
Set 


By F. B. WOODWORTH 
Radio Development Department 


permit for an additional station 
to be installed at Norfolk has 
also been obtained. The sta- 
tions on the Atlantic coast are 
equipped to dial the vessels 
called, so that the telephone 
service provided to ships is 
substantially the same as that 
now familiar on shore. 

The Western Electric ship 
equipment previously avail- 
able for this type of service 
consisted primarily of appa- 
ratus originally designed in the 
Laboratories for aircraft, and 
later adapted for marine service. Ex- 
perience with this equipment pointed 
the way to many improvements and 
they have been embodied in the new 
224A radio telephone equipment de- 
signed by the Laboratories specif 
cally for coastwise commercial vessels 
and yachts. 

Figure 1 shows an overall view of 
this new apparatus, known as the 
224A Radio Telephone Equipment, 
and Figure 2 shows the main units 
with covers removed. It consists of a 
50-watt radio transmitter and a super- 
heterodyne radio receiver mounted 
together on a channel-iron frame- 
work, and a control unit incorporated 
in a standard telephone desk set. The 


Fune 1938 


framework may be hinged on any one 
of four sides to facilitate installation 
in a vessel, and at the same time to 
provide access to the rear for main- 
tenance purposes as shown in the 
headpiece to this article. The equip- 
ment operates entirely from 110-volt, 
6o-cycle, alternating current, which 
on shipboard will be obtained from a 
small motor alternator. 

The radio transmitter and receiver 
may be adjusted manually to any one 
of nine predetermined frequencies in 
the range from 2.0 to 2.8 megacycles. 
For coastwise communication these 
frequencies are from 2.1 to 2.2 mega- 
cycles for the transmitter, and from 
2.5 to 2.6 megacycles for the receiver. 

The carrier frequencies of the radio 
transmitter and the beating-oscillator 
frequencies of the superheterodyne re- 
ceiver are controlled by quartz plates, 
which assure tuning stability of the 
equipment. The quartz plates are of 
the plug-in type, and only as many as 
required need be purchased. Switch- 
ing to any of nine shore-station chan- 
nels is accomplished by two dial 
switches marked with station identi- 
fication and mounted on the front of 
the radio transmitter and radio re- 
ceiver. Besides these nine frequencies 
to which the transmitter and receiver 
may be set, a tenth frequency is pro- 
vided which may be selected remotely 
as required from the telephone control 
unit. This frequency will usually be 
the ship-to-ship frequency of 2738 
kilocycles, although the emergency 
Coast Guard frequency of 2670 kilo- 
cycles may be used instead. 

This new marine equipment incor- 
porates several outstanding features 
previously not available in apparatus 
for mobile applications. Transfer from 
the condition for receiving to that for 
sending is now accomplished by 
voice-controlled switching instead of 
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by the “press-to-talk” switch pre- 
viously used for this service. The 
transmitter is put “‘on the air” within 
a few thousandths of a second after 
talking begins, a time short enough to 
avoid objectionable clipping of the 
initial speech sounds. The carrier is 
maintained for a short period after 
talking ceases to prevent the trans- 
mitter from going off the air between 
syllables or words. The radio trans- 
mitter also incorporates an automati- 
cally controlled audio amplifier which 
assures substantially complete modu- 
lation of the carrier over a speech 
range of 30 db. This feature insures 
considerably better telephone cir- 
cuits with different types of talkers 
than could otherwise be obtained, 
particularly when transmission condi- 


Fig. 1—Overall view of the 224A radio 
telephone equipment 
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tions are poor. Another feature of this 
transmitter is the use of a new West- 
ern Electric pentode, the No. 339A, 
which requires only 500 volts for its 
plate supply. This relatively low 
plate voltage permits the use of a 
plate-voltage rectifier of the type 
usually employed in radio receivers, 
which saves both space and cost. 
The receiver is a very selective 
and sensitive superheterodyne set 
which has built into it a selective 
ringing unit,* thereby enabling a ship 
*Recorp, April, 1936, p. 255. 


Fig. 2—Front view with cover removed. 
Transmitter above and receiver below 
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to receive calls without the use of a 
loudspeaker. An improved automatic 
volume-control circuit in the receiver 
provides a constant audio output 
over a wide range of radio signal in. 
puts. This is a very desirable feature 
where automatic operation by the 
general public is required. 

The remote-control unit incor 
rates the bell operated by the selec. 
tive ringing circuit and all the con- 
trols necessary to operate the system 
as a two-way telephone circuit. In 
place of the dial in the front of the 
handset cradle is a small panel in- 
corporating a master control switch, 
volume control, indicator light, and a 
momentary contact switch for quickly 
changing to the ship-to-ship or Coast 
Guard frequency. This change may 
be accomplished only when the hand- 
set is removed from the switchhook, 
and when the handset is replaced on 
the switchhook, the equipment auto- 
matically returns to monitoring on 
shore channel to which it was last set. 

The radio equipment, which weighs 
about 180 pounds, requires a space 
36 by 21 by 10% inches, and may be 
mounted either on a bulkhead or on 
the deck. The rotary converter for 
supplying the alternating current 
may be installed in any convenient 
place, since it is very quiet in opera- 
tion and occupies a space only 15 
inches long, 12 inches wide and 12 
inches high. The remote-control unit 
may be installed in the chart room, 
pilot house, or other convenient part 
of the ship. Additional extension 
telephones may also be installed. 

This new equipment makes pos- 
sible an inexpensive and adequate 
telephone system that will make tele- 
phone service for coastwise com- 
mercial ships and yachts as simple as 
the conventional land telephone. 
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Contributors to this Issue 


For SLIGHTLY more than a year in 
1923-1924 F. B. Woodworth was a member 
of the Research Department. He left for 
Schenectady in September, 1924, to study 
Electrical Engineering at Union College. 
For three summers while at college he 
worked with the New York Telephone 
Company. Following his graduation in 
1928, he became a member of the Radio 
Development group and worked on 
radio-beacon and aircraft radio-telephone 
development at Hadley 
Field. During the summer 
of 1930, Mr. Woodworth 
was in Alaska conducting 
ship-shore radio-telephone 
tests with the salmon can- 
ning industry. Subse- 
quently, he has been di- 
rectly associated witn 
other harbor-craft and 


ship-shore development 
projects, notably the radio 
service to the fishing fleet 
off the New England coast, 
the emergency short-wave 
radio link along the Flor- 
ida Keys, and more re- 
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cently, the Philadelphia harbor-craft 
system. 

AFTER OBTAINING the degree of B.E. 
from the Johns Hopkins University in 
1924, J. D. Tebo spent a year with the 
Westinghouse Company on relay design. 
He then returned to Johns Hopkins for 
graduate work, and in 1928 received the 
degree of D.Eng. Immediately joining 
the Laboratories’ Technical Staff, he 
spent several years in relay design, par- 
ticularly as applied to the 
reduction of interference 
between power and tele- 
phone lines. During the 
past five years he has 
been engaged in crossbar 
switch development, de- 
signing the magnets and 
establishing requirements 
for crossbar switches and 
multi-contact relays. In 
addition to the magnetic 
design, Dr. Tebo super- 
vises the dial apparatus 
laboratory. 

BEFORE graduating 
from Cornell, S. J. Zam- 


C. R. Gray 
361 


: : 
ff 
4 


D. T. Osgood F. N. Reynolds F.C. Bayles 


mataro spent three summers on coil de- 
sign with the Engineering Department 
of the Western Electric Company. After 
getting his E.E. degree in 1921, he re- 
turned to these Laboratories and for four 
years was engaged in testing work in the 
Special Products Laboratory. He then be- 
came interested in alternating-current 
bridge measurements and worked on the 
development of precision bridges for use 
at high frequencies. In 1928 he became 
supervisor of the group on this work and 
at present is in charge of transmission as 
well as impedance measurements. 

C. R. Gray joined the Laboratories in 
1923, and at once became associated with 
the dial-systems laboratory. While here 
he took the technical assistants’ engineer- 
ing course, and subsequently took part in 
tests of most of the step-by-step, PBX, 
and community dial-office circuits. He 
also engaged in the development of 
various community dial offices, and dur- 
ing the past winter taught the step-by- 
step out-of-hour course. Recently he has 
developed crossbar PBX’s. 

D. T. Oscoop was graduated from 
M.I.T. in 1930 with the degrees of S.B. 
and S.M. in Electrical Engineering. While 
at Tech, he had taken the codperative 
course with the Bell System, and on 
graduation at once joined the D & R 
Department of the American Telephone 
and Telegraph Company. Since that time 
his work has been concerned with the 
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development and application of methods 
for protecting communication circuits 
against disturbances from power systems. 

J. N. Reyno.ps graduated from Pur- 
due University in 1904 with the degree of 
B.S. in E.E. In 1907 he received an E.E, 
degree. After his graduation he came to 
the Bell System to engage in the develop- 
ment of dial apparatus with which, in 
both creative and supervisory capacities, 
he has been associated ever since. As 
Special Studies Engineer he heads a 
group concerned with the development of 
automatic switching equipment, and par- 
ticularly with devising new and improved 
switch mechanisms and associated elec- 
tromagnetic devices. 

J. C. Bayzes joined the Radio 
velopment Department early in 1930, 
having received an engineering degree 
from the University of Illinois, where he 
also was a member of the staff of the 
university radio station WILL. His work 
with the Laboratories has given him a 
diversified experience in the development 
and the field application of broadcasting 
apparatus. It has included the develop- 
ment and study of quartz-crystal-con- 
trolled oscillators and the development of 
the 280A synchronizing panel. He has also 
developed radio transmitters and speech- 
input equipment. As a member of the 
Broadcast Development Department, he 
has supervised the installation of several 
broadcasting stations. 
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